To:  R6  6WQ-SD[R6_6WQSD@epa.gov];  LaBorn,  Mary[laborn. mary@epa.gov];  Baker, 

JohnE[Baker.JohnE@epa.gov];  Berry,  Natalie[Berry. Natalie@epa.gov] 

From:  Foster,  Nichole 

Sent:  Fri  8/14/2015  8:13:52  PM 

Subject:  3:07  Fiexi  Sign  Out 


Happy  Friday! ! ! Here  are  my  work  items. . . 


GKM  Response 

Resource  Tracking  Sheet  Update 
Phone  Call  with  Angela 
Phone  Call  with  Barbara  Keeler 
Processing  additional  RSC  Response  Requests 
SDWISYFedRep  error  work  with  ODEQ  and  SAIC 
Phone  Call  with  Michele  related  to  NF,  Severn  Trent,  RTCR  Training 

Have  a great  weekend,  everyone! 


Nichole 


Nichole  M.  Foster 
Environmental  Engineer 
US  Environmental  Protection  Agency  Region  6 
Drinking  Water  Section 

Mailing  Address:  1445  Ross  Ave  Suite  1200,  Mail  Code:  6WQ-SD,  Dallas,  TX  75202 
Tel:  214-665-7248  ||  Fax:  214-665-2192  ||  foster.nichole@epa.gov 

Follow  EPA  Region  6 
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